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SERIES I No. 7 


OFFICIAL GAZETTE 


GOAT 


GOVERNMENT OF GOA 


EXTRAORDINARY 


GOVERNMENT OF GOA 


water supply, confiscation of the Booster Pumps 
and penalty of Rs. 10,000 /- for domestic consum 
ers and Rs. 1,00,000 / - for commercial consumers . 


Department of Public Works 


Office of the Chief Engineer 


Notification 


NOW , THEREFORE , Government hereby noti 
fies that any violation of Article 37 read with 
clauses thereunder , particularly installation of 
Booster Pumps to suck water from Distribution 
lines will be severely dealt with and result in 
disconnection of water supply , confiscation of the 
Booster Pumps and penalty of Rs. 10,000 / - for 
domestic consumers and Rs. 1,00,000 / - for com 
mercial consumers . 


24-14-2000 -CE - PWD - E0 / 40 


WHEREAS in terms of Article 37 of Water 
Supply Bye -Laws (Portaria No. 6802 ) read with 
clause ( 1) thereunder and its other clauses, 
Government is free to disconnect supply of water 
and to levy fine , whenever any fraudulent means 
is used to consume water or any default is 
committed thereunder ; 


This Notification shall come into effect forth 
with . 


By order and in the name of the Governor 

of Goa . 


AND WHEREAS it has come to the notice of 
the Government that some consumers are install 
ing Booster Pumps to such water from distribu 
tion Pipeline of the Government of Goa; 


P. P. Borkar, Chief Engineer & Ex - Officio Addl. 
Secretary (PWD ). 


AND WHEREAS such use of Booster Pumps 
is an offence punishable with disconnection of 


Panaji, 7th May , 2001. 
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